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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 128806 
ORIGIN EB-07 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NSAE-00 USIA-06 
TRSE-00 EUR- 12 ERDA-05 ISO-OO /031 R 

DRAFTED BY EB/ITP/EWT:RPRACHT:ABA 
APPROVED BY EB/ITP/EWT:WAROOT 
COMMERCE - CSEASWORD (SUBS) 

DEFENSE - DR. MOUNTAIN (SUBS) 

ERDA - JKRATZ (SUBS) 

RPE 

040204Z 065692/70 

P032213Z JUN77 

FM SECSTATE WASHDC 

TO AMEMBASSY PARIS PRIORITY 

CONFIDENTIAL STATE 128806 

EXCON 

E.O. 11652: XGDS-1 
TAGS: ESTC, COCOM 

SUBJECT: NETHERLANDS PROPOSAL ON OSCILLOSCOPES - IL 1584 

REF: COCOM DOC. DEF (76) 1584; OECD PARIS 14816 

1 . - USDEL AUTHORIZED TO PROPOSE FOLLOWING POSITION ON 
SUBJECT ITEM: 

- — REVISE THE PRESENT NOTE TO READ: 

GOVERNMENTS MAY PERMIT, AS ADMINISTRATIVE EXCEPTIONS, 

THE SHIPMENT OF OSCILLOSCOPES (INCLUDING MAINFRAME/ 

AMPLIFIER SYSTEMS) AND PROBES THEREFORE, COVERED 

ONLY BY SUB-ITEM (A)(1) ABOVE, PROVIDED THAT: 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 128806 

(A) -THE BANDWIDTH OF PORTABLE MONOLITHIC 

(SELF-CONTAINED) OSCILLOSCOPES IS NOT IN 

EXCESS OF 150 MHZ; 

(B) -THE OSCILLOSCOPE OR SYSTEM BANDWIDTH OF 

OTHER OSCILLOSCOPES IS NOT RATED IN EXCESS 

OF 100 MHZ; 
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(C) -IN THE CASE OF SYSTEMS, THE CHARACTERISTICS 

OF INDIVIDUAL PLUG-INS OR MAINFRAMES ARE 

NOT IN EXCESS OF WHAT IS REQUIRED FOR THE 

OVERALL SYSTEMS PERFORMANCE; AND 

(D) -THE EXPORTING GOVERNMENT IS SATISFIED THAT THE 
EQUIPMENT IS A REASONABLE REQUIREMENT FOR THE STATED 
LEGITIMATE CIVIL END-USE. 

2. IF THE CUT-OFF OF 150 MHZ IN (A) ABOVE ENCOUNTERS 
STRONG OPPOSITION, USDEL AUTHORIZED RAISE IT TO 180 MHZ. 

3. WE ARE PREPARED AT THIS TIME INCREASE THE NOTE CUT-OFF 
FOR MONOLITHIC OSCILLOSCOPES BUT NOT FOR MODULAR OR 
LABORATORY TYPES. HOW TO DEAL WITH LABORATORY TYPES OF 
SCOPES IS STILL UNDER STUDY. THE COMMITTEE WILL NOTE THAT 
WE RAISED QUESTIONS ON MONOLITHIC AND MODULAR SCOPES 
(STATE 5176). 

4. EDWIN MEYERS (DOD) WILL BE AVAILABLE TO ATTEND COCOM 
DISCUSSION ON JUNE 7. HE WILL CONTACT USDEL. CHRISTOPHER 


CONFIDENTIAL 


NNN 

CONFIDENTIAL 

PAGE 01 STATE 128806 
ORIGIN EB-07 

INFO OCT-01 EUR- 1 2 ISO-OO /020 R 

66011 

DRAFTED BY: EB/ITP/EWT-RPRACHT/JAS 
APPROVED BY: EB/ITP/EWT-WAROOT 
COMMERCE:OEA-(SEASWORD (SUBS) 
ERDA-JKRATZ (SUBS) 

DEFENSE-DR. MOUNTAIN (SUBS) 

RPE 

061542Z 084474/53 

O 061515Z JUN77 

FM SECSTATE WASHDC 

TO AMEMBASSY PARIS IMMEDIATE 

CONFIDENTIAL STATE 128806 

USOECD, EXCON 
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FOLLOWING REPEAT STATE 128806 ACTION SECSTATE JUNE 03. 

QUOTE CONFIDENTIAL STATE 128806 
EXCON 

E.O. 11652: XGDS-1 
TAGS: ESTC, COCOM 

SUBJECT: NETHERLAND S PROPOSAL ON OSCILLOSCOPES - IL 1584 
REF: COCOM DOC. DEF (76) 1584; OECD PARIS 14816 

1 . - USDEL AUTHORIZED TO PROPOSE FOLLOWING POSITION ON 
SUBJECT ITEM: 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 128806 

- — REVISE THE PRESENT NOTE TO READ: 

GOVERNMENTS MAY PERMIT, AS ADMINISTRATIVE EXCEPTIONS, 

THE SHIPMENT OF OSCILLOSCOPES (INCLUDING MAINFRAME/ 

- — AMPLIFIER SYSTEMS) AND PROBES THEREFORE, COVERED 
ONLY BY SUB-ITEM (A)(1) ABOVE, PROVIDED THAT: 

- — (A) -THE BANDWIDTH OF PORTABLE MONOLITHIC 

(SELF-CONTAINED) OSCILLOSCOPES IS NOT IN 

EXCESS OF 150 MHZ; 

(B) -THE OSCILLOSCOPE OR SYSTEM BANDWIDTH OF 

OTHER OSCILLOSCOPES IS NOT RATED IN EXCESS 

OF 100 MHZ; 

(C) -IN THE CASE OF SYSTEMS, THE CHARACTERISTICS 

OF INDIVIDUAL PLUG-INS OR MAINFRAMES ARE 

NOT IN EXCESS OF WHAT IS REQUIRED FOR THE 

OVERALL SYSTEMS PERFORMANCE; AND 
(D) -THE EXPORTING GOVERNMENT IS SATISFIED THAT THE 
EQUIPMENT IS A REASONABLE REQUIREMENT FOR THE STATED 
LEGITIMATE CIVIL END-USE. 

2. IF THE CUT-OFF OF 150 MHZ IN (A) ABOVE ENCOUNTERS 
STRONG OPPOSITION, USDEL AUTHORIZED RAISE IT TO 180 MHZ. 

3. WE ARE PREPARED AT THIS TIME INCREASE THE NOTE CUT-OFF 
FOR MONOLITHIC OSCILLOSCOPES BUT NOT FOR MODULAR OR 
LABORATORY TYPES. HOW TO DEAL WITH LABORATORY TYPES OF 
SCOPES IS STILL UNDER STUDY. THE COMMITTEE WILL NOTE THAT 
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WE RAISED QUESTIONS ON MONOLITHIC AND MODULAR SCOPES 
(STATE 5176). 

4. EDWIN MEYERS (DOD) WILL BE AVAILABLE TO ATTEND COCOM 
DISCUSSION ON JUNE 7. HE WILL CONTACT USDEL. CHRUISTOPHER 
UNQUOTE VANCE 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 03 STATE 128806 


CONFIDENTIAL 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: STRATEGIC TRADE CONTROLS, EXCEPTIONS LIST, OSCILLOSCOPES, IL 1584 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 03-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE1 28806 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RPRACHT:ABA 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Expiration: 

Film Number: D7701 99-0437 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 9770691 /aaaadccc.tel 

Line Count: 182 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 1ea64685-c288-dd11-92da-001cc4696bcc 
Office: ORIGIN EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 4 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 77 OECD PARIS 14816 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 02-Mar-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2281955 
Secure: OPEN 
Status: NATIVE 

Subject: NETHERLANDYS PROPOSAL ON OSCILLOSCOPES - IL 1584 
TAGS: ESTC, US, FR, NL, COCOM 
To: PARIS 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/1ea64685-c288-dd1 1-92da-001cc4696bcc 
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